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Argyle v Yeovil 


Premier League Cup 
Home Park 
Tuesday, September 12. 7pm 


Argyle 


Mike COOPER (GK) 
Jarvis CLEAL 
Reuben COLLUM 
Jude BOYD 

Rubin WILSON 

Ollie TOMLINSON 
Alfie WOTTON 

Klaidi LOLOS 

Adam RANDELL (capt) 
Mike PECK 

Cameron SANGSTER 


Substitutes 


Tyler COOMBES (GK) 
Brandon PURSALL 
Angel WARIUH 

Rhys SHIRLEY 

Luke JEPHCOTT 


Yeovil 


1 Kacper KOWALCZYK 
2 Dylan ABORA-POKU 
5 Tai FLEMING (capt) 
10 Daniel NEILD 

11 Alfie STURDY 

14 Devon ARNOLD 
15 Declan ROSE 

16 Gabby ROGERS 
17 Toby STEPHENS 
18 Sam WRIGHT 

20 George CALVERLEY 


Substitutes 


9 Ben HUGHES 
19 Alfie LLOYD 
21 Ezray OMBA 
22 Adam HEATON 


Referee: Devon Campbell 
Assistants: Jack Borlase and Oliver Willcocks 
Fourth official: Mark Senior 


ED emmum pum | omen 


